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ACTION AF-06 

INFO OCT-OI ISO-00 EB-07 /014W 

048984 

R29I445Z OCT 75 
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TO USDOC WASHDC 
INFO SECSTATE WASHDC 1765 

UNCLAS LAGOS 10602 

E.O. 11652 : NA 

TAGS : BEXP, BTIO, ECRE, NI 

SUBJ : UNIVERSITY TEACHING HOSPITAL (IBADAN) PROJECT UNDER 
THIRD NATIONAL DEVELOPMENT PLAN 

1 . HOUSE GOVERNOR OE UNIVERSITY TEACHING HOSPITAL (UCH) IN 
IBADAN, MR. F.G.A. COLE, ANNOUNCED OCTOBER 28, 1975, THAT UCH 
WILL SPEND NAIRA 65 MILLION FOR DEVELOPMENT PEOJECTS. THE 
HOSPITAL HAS ALREADY BEGUN AN ADDITIONAL 320-BED WARD BLOCK AT 
2.6 MILLION NAIRA WHICH WOULD INCREASE THE NUMBER OF BEDS TO 
820 AND BY 1980 TO 1,000. 

2. UPCOMING PROJECTS INCLUDE: CONSTRUCTION OF A THEATRE 
BLOCK WHICH WOULD INCORPORATE A CENTRAL STERILE DEPARTMENT; 
EXTENSION OF THE PRESENT MORTUARY; EXPANSION OF THE INSTRUMENT 
DEPARTMENT; CONSTRUCTION OF ADDITIONAL FACILITIES FOR OCCUPA- 
TIONAL THERAPY AND ENVIRONEMENTAL HEALTH; EXPANSION OE CASUALTY 
UNIT, CHILDREN'S EMERGENCY ROOM AND OUTPATIENT UNIT. 
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